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UNITED  STATES  DEPARTMENT  OF  AGRICULTURE 
BUREAU  OF  BIOLOGICAL  SURVEY 

TIME  OF  SUNRISE  AND  SUNSET  AT  BARER ,  OREGON. 


(120th  Meridian  Time) 
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TABLE  SHOWING  TIME  OF  ONE-HALF  HOUR  BEFORE  SUNRISE  AND  SUNSET,  FOR  THE 
PURPOSE  OF  INDICATING  WHEN,  EACH  DAY  DURING  LAWFUL  OPEN  SEASON,  THE  HUNTING 
OF  MIGRATORY  GAME  BIRDS  MAY  BEGIN,  OR  MUST  CEASE,  RESPECTIVELY,  TO  ABIDE  BY 
THE  REQUIREMENTS  OF  THE  FEDERAL  MIGRATORY  BIRD  TREATY  ACT  REGULATIONS. 

Column  headed  "Start  A.M."  gives  the  time  when  shooting  may  start  as 
the  l/2  hour  has  heen  subtracted  from  the  time  of  sunrise. 
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